[2024-05-28T07:09:10.234957Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T07:09:10.235510Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@7.service/4226878
[2024-05-28T07:09:10.235719Z] [info] Starting isotovideo container
[2024-05-28T07:09:10.237571Z] [info] isotovideo has been started (PID: 70571)
[2024-05-28T07:09:10.238642Z] [info] 70571: WORKING 4226878
[2024-05-28T07:13:31.219949Z] [info] Uploading video.webm
[2024-05-28T07:13:31.222662Z] [error] REST-API error (POST https://openqa.opensuse.org/api/v1/jobs/4226878/status): Connection error: Premature connection close (remaining tries: 59)
[2024-05-28T07:13:31.265716Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:13:31.287425Z] [info] Uploading worker-log.txt
